ChapterLetter 

of the Boston Society 

of Architects, 

A Musical Chapter of the 
American 

Institute of Architects 
Vol.85 No.5 

©1998 


Phone 

617-951-1433 

Fax 

617-951-0845 

E-mail 
bsarch@architects.org 
Web site 
www.architects.org 


ChapterLetter 
submission deadlines: 
Jun ads: May 15 
Jul/Aug news: May 21 
Jul/Aug ads: Jun 15 


In this issue: 


Events 


Design 


Practice 


Marketing and PR 


Opportunities 


Membership news 


Calendar 


Planning Harvard 


Boston is blessed with an extraordinary array of 
major institutions that shape American higher 
education, healthcare, and other industries. 
These institutions also shape our physical 
environment in ways both subtle and overt. 
Harvard University clearly is among those 
major Boston institutions that have had and 
continue to have planning and design impacts 
well beyond their immediate neighborhoods. 
Since the turn of the century, Harvard’s 
physical plan has grown an average of one 
million square-feet each decade. (The 
photograph above was made in 1926 and 
shows what was then the entire Harvard 
campus.) While most of this growth has been 
in Cambridge, current planning efforts likely 
will focus on Allston. 


“Planning Harvard” is the title of the 
presentation on May 20 when Harvard 
Planning and Real Estate wizard Kathy 
Spiegelman comes to the BSA Lecture Series. 
The planning and design of Harvard’s campus 
facilities in Cambridge and Boston has been the 
work of internationally renowned — and others 
soon-to-be-renowned — planners and architects 
for generations. In her May exploration of 
Harvard's planning process, Spiegelman offers 
insights into the way major institutions 
function and their relationship to the 
communities in which they have or plan to 
have facilities. 


Spiegelman’s presentation on May 20 begins 
with a 5:30 pm reception at the BAC, 320 
Newbury St., Boston. There is no charge for 
BSA members; everyone else is also invited 
and pays $3.00 or may join the BSA at the 
door. 


New England Holocaust 
Memorial honored 


On May 12 at 6 pm, the entire City of Boston 
is invited to join in a special celebration during 
which the City and the BSA will present the 
1997 Harleston Parker Award to San Francisco 
architect Stanley Saitowitz for the design of the 
New England Holocaust Memorial in down- 
town Boston. The celebration and awards 
presentation, which begins at 6 pm at the 
Memorial site, also will recognize the contri- 
butions of The Friends of the New England 
Holocaust Memorial, Combined Jewish 
Philanthropies, Association of Jewish Holocaust 
Survivors of Greater Boston, the Boston Parks 
and Recreation Department, the Boston 
Redevelopment Authority, Beacon Skanska, and 
the Boston National Historical Park. 


Boston Mayor Tom Menino and BSA President 
Peter Kuttner AIA host the ceremony, which 
will include comments by the architect and by 
the 1997 Harleston Parker Jury chair, Michael 
R. Davis AIA of Bergmeyer Associates. 


All BSA members and friends are invited to join 
us for this extraordinary event on May 12. (If it 
rains, we will move to The Bostonian Hotel.) 


RSVP: 617-457-0755. 
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Location/Sponsor 


Cost/RSVP 


May 4-May 29 “Thompson and Rose” — the third in a The Architects Building Free 
9:00 am-5:00 pm, series of single-firm exhibits of the three Massachu- RSVP not required 
weekdays setts award-winners in the 1997 AIA New England | Sponsored by Suffolk 
Design Awards program (see p. 4) Construction Company 
May 4-May 29 “International Work by New England Architects” | The Architects Building Free 
9:00 am-5:00 pm, —a reprise of the popular Build Boston 1997 RSVP not required 
weekdays exhibit of work done overseas by local architects Sponsored by Suffolk 
(see p. 4) Construction Company 
Thurs., May 7 “The New Members Reception” — the annual The Architects Building Free 
6:00 pm Spring reception at the BSA for new members in RSVP: 617-951-1433x221 
all membership categories Sponsored by the BSA 
Membership Committee 
Mon., May 11 “Working Abroad” — the monthly exploration of | The Architects Building Free 
6:00 pm New England architects’ work overseas; this month RSVP: 617-951-1433x221 
it’s Jung/Brannen’s Duncan Pendlebury AIA and Sponsored by the BSA ib 
Jerrell Angell AIA (see p. 3) International Committee i _S 
Tues., May 12 “New England Holocaust Memorial Awards New England Holocaust Free 
5:45 pm Event” — the 1997 Harleston Parker Award is pre- | Memorial, Boston RSVP: 617-457-0755 
sented to the Memorial’s architect and other prime 
movers in a special ceremony at the Memorial fol- 
lowed by a reception (see p. 1) 
Sat., May 17 “Tradition and Community: Shapers of Religious | Young Israel Synagogue of $5.00 with reservations mailed 
3:00-6:00 pm Space” — second in a two-part forum on religious Brookline to the BSA 
space design in Judaism and Christianity; this 
month it’s the Young Israel Synagogue of Brookline | Sponsored by the Interfaith Fo- 
(see p. 4) rum on Religious Art & Archi- ee 
tecture and the BSA iS 
Wed., May 20 “Planning Harvard” — BSA Lecture Series with BAC, 320 Newbury St., Boston $3.00 (free for BSA 
Reception: 5:30 pm Kathy Spiegelman (see p. 1) members) J 
Lecture: 6:00 pm RSVP not required us 
Thurs., May 28 “Works-in-Progress” — presentation by landscape | The Architects Building $15.00 (includes refresh- 
6:00 pm architect Martha Schwartz in this popular monthly ments); paid reservations 
crit session for architects and interns (see p. 3) should reach the BSA by May 
26; those who pay at the door 
are last in line for hors = 
d oeuvres 
BSA workshops in May (details on p. 8) Location Registration 
May 1, 22, and 29 New Massachusetts State Building Code — 5th, 6th | The Architects Building 617-951-1433x221 = 
noon-2:00 pm and 7th workshops in the 10-part BSA series LS 
Fri., May 8 “How to Turn a Good Presentation into a Great The Architects Building 617-951-1433x221 s 
8:30-11:00 am One” with Joanne Linowes LS 
Mon., May 11 “Designer-Selection and Automated Building The Architects Building 617-951-1433x221 : 
8:30-11:30 am Design for the USPS” with Doug Palmer LS 
Mon., May 18 “Selecting and Implementing Effective Project The Architects Building 617-951-1433x221 
8:00 am-noon Accounting Systems” with Michael Ingardia LS 
Mon., May 18 “Controlling the Spiralling Cost of Office The Architects Building 617-951-1433x221 : 
1:30-5:00 pm Technology” with Michael Ingardia US 


Thurs., May 28 
8:00 am-noon 


“Leadership and Learning Through Professional 
Development” with Thom Lowther and Jean 
Valence 


The Architects Building 


617-951-1433x221 


The BSA Spring Workshop Series is sponsored by A.J. Martini, Inc., General Contractors. 


BSA international tours 
program goes to Spain and 
the Far East this year 


The design by Santiago Calatrava of the 
extraordinary Bach de Roda bridge in Barcelona 
(above) is one of the highlights of the BSA tour to 
Spain in September. This tour also offers extensive 
opportunities to assess the best modern and 
traditional Spanish interior design and also takes us 
to the Lisbon Expo in Portugal. 


In the course of this BSA program over the past few 
years, we have taken hundreds of architects and 
allied professionals to Japan, Italy, and last year to 
France. These are superb architectural tours. For 
more information, call the BSA’s tour provider and 
partner, Architects Abroad, at 800-272-8808 or 
415-955-2753. 


Grants available to boost 
public design awareness 


The Boston Foundation for Architecture has issued 
its 1998 REP, which is designed to elicit proposals 
for public education programs that elevate public 
awareness of planning and design issues, especially 
amongst schoolchildren. Proposals are due in 
August. For a copy of the RFP or more information 
on the Foundation, call 617-951-1433x221 or fax 
your inquiry to 617-951-0845 or e-mail us at 
bsarch @architects.org. 


Peter Madsen FAIA, Chair 
Boston Foundation for Architecture 


Pendlebury and Angell share 
experiences working overseas 


Jung/Brannen’s Duncan Pendlebury AIA and Jerrell 


Angell AIA come to the BSA on May 11 for the 
BSA International Committee's monthly discussion 
of New England architects working abroad. 


Jung/Brannen is currently working in the Middle 


East and elsewhere and in this evening at the BSA 
Pendlebury and Angell describe the benefits, the 
hurdles, the successes and the travails that are part of 
working abroad. Join us; there is no charge and 
these are terrific monthly events. For details, 

see p. 2. 


Estelle Jackson, Assoc. AIA, Chair 
BSA International Committee 


“Works-in-Progress” hosts 
Martha Schwartz 


Landscape architect Martha Schwartz is the BSA’s 
guest in the May 28 edition of “Works-in-Progress”. 
This is the monthly opportunity for architects and 
interns to discuss and critique our guest's current 
work. These are free-wheeling discussions and are 
often exciting, always stimulating and 
provocative...and often lead to design changes in 
our guest’s work. 


We invite you to join us for hors d'oeuvres and 
conversation about Martha Schwartz’ current work. 
You may reserve your spot for this May 28 event at 
the BSA by making your reservations now; see 

the details on p. 2. 


Doug McCallum AIA & Afshan Bokhari, Co-Chairs 
“Works-in-Progress” 


Thompson and Rose project 
exhibited at BSA 


The work of Maryann Thompson AIA and Charles 
Rose AIA — both of whom are 1998 recipients of the 
national AIA Young Architects Citation — is on 
display in May in The Architects Building lobby 
exhibit space. From May 4 to May 29, the firm's 
design of the Leeper Studios (above) for Florida's 
Atlantic Center for the Arts is the subject of a one- 
project exhibit at the BSA. 


This exhibit is part of a new exhibits program 
intended to focus on a single, recent award-winning 
project by a BSA member by offering more than the 
usual single photograph of an award-winning 
project. 


International work by New England architects 
The rapid evolution of communications and, 
specifically, CADD technologies and an unusually 
strong economic climate have contributed in recent 
years to the globalization of design. New England 
architects are now working in scores of countries 
around the world and much of this was documented 
in the BSA’s annual Build Boston exhibit focusing 
on such international work by local designers. This 
exhibit is reconstituted for the month of May in the 
fifth-floor gallery of The Architects Building. This 
special exhibit features work by New England 
Architects in such places as Malaysia, Abu Dhabi, 
Bangkok, Buenos Aires, and Puerto Rico. 

Both of these May exhibits are open from 9 am to 5 
pm, Monday through Friday at The Architects 


The U.S. Embassy in Bangkok designed by Kallmann McKinnell 
& Wood 
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Building and both are co-sponsored by the BSA’s 
exhibit sponsor, Suffolk Construction Company. 


Robert J. Taylor AIA, Chair 
BSA Exhibits Committee 


Shapers of religious space 
lead May forum 


“Tradition and Community: Shapers of Religious 
Space” is the title of two Spring BSA forums 
designed and hosted by the BSA’s Interfaith Forum 
on Religious Art and Architecture (IFRAA). 


These forums focus on religious space in Judaism 
and Christianity. We gathered first in April at the 
Christ Congregational Church of Brockton and this 
month we travel to the new Young Israel Synagogue 
of Brookline (above) on May 17 (3:00 pm-6:00 
pm). The Synagogue was designed by Graham 
Gund Architects; the first Young Israel Synagogue 
was built three decades ago and was destroyed by fire 
in 1994. 


Graham Gund FAIA will be joined for this special 
presentation by David Kahan and Rabbi Gershon 
Gewirtz of Young Israel and by George M. 
Goodwin, Ph.D.., a specialist in the architectural 
history of synagogues and a faculty member at 
Brown. 


All ChapterLetter readers are invited to join us for 
this special event at Young Israel. There is a $5.00 
charge for each event and you may send your 
payment and reservation to the BSA, 52 Broad St., 
Boston 02109. The Synagogue is at 14 Green Street 
in Brookline; it may be reached on the Green Line 
“C” train to Coolidge Corner; from the T station, 
walk north on Harvard Street and take the first right 
onto Green Street; the Synagogue is two blocks 
down on the left. 


Cecilia Lewis, Assoc. AIA, Regional Director 
Interfaith Forum on Religious Art and Architecture 
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Designers of New England 
healthcare facilities honored 


Jurors for the BSA’s sixth annual New England 
Healthcare Facilities Design Awards program have 
honored the eight projects pictured here. This 
annual program is co-sponsored by the BSA and the 
New England Healthcare Assembly (NEHA); the 
awards were announced in March during NEHA’s 
Annual Meeting in Boston. This awards program is 


Honor Awards for Large Projects 
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administered by the BSA’s Healthcare Facilities 
Committee chaired by Rick Heym AIA and Bob 
Humenn AIA. The jury this year included Karin 
Dermarderosian (Dermarderosian Interior Design, 
Boston), Richard Heym AIA (Richard H. Heym 
Associates, Boston), Marc Maxwell AIA (Marc A. 
Maxwell AIA Architects) and Bryan Simmons 
(Hartford Hospital). Copies of the jurors’ comments 
on the projects honored are available from the BSA; 
send a 32¢ SASE to Healthcare Jury Comments/RE, 
BSA, 52 Broad St., Boston 02109. 


Honor Awards for Small Projects 
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“Main Street” program is on 
exhibit in May 


The Boston Main Street program and the BSA are 
co-sponsoring a special exhibit focusing on recent 
projects completed by this City-administered 
program. The exhibit, which runs from May 11 
through May 15 in Boston City Hall, is scheduled as 
part of the Preservation Week activities taking place 
in Boston in May and includes a public reception 
hosted by Mayor Menino at 5:30 pm on May 13 in 
City Hall. The exhibit also will travel to 
neighborhood locations throughout the City. 


The Boston Main Street program is the first urban 
Main Street program. The Boston exhibit focuses on 
the role of design in improving the built 
environment of the City’s business districts. The 
exhibit includes architectural designs and renderings 
by Boston architects depicting proposed and 
completed projects in the City. 


For more information, call 617-635-6246. 


What is the most beautiful 
project built in your town 
since 1987 ? 


The City of Boston and the BSA annually present 
the Harleston Parker Award to the most beautiful 
project built in the last ten years in the 36 cities and 
towns in the Greater Boston area. This year we 
celebrate the New England Holocaust Memorial, the 
1997 recipient of this honor (see story on p. 1). 
What is the next project that should be honored? 
Everyone reading this sentence is invited to nominate 
one or more projects in this region for this award. 
Any building or monument or similar structure is 
eligible; it does not matter who the architect is or 
was. The project could be as large as the Hancock 
Tower or as small as a single-family home in any of 
the three dozen towns in the MDC region. For the 
guidelines, call the BSA at 617-951-1433x221. 
Send your suggestions for the jury's consideration to 
Harleston Parker Award Nominations/RE, BSA, 52 
Broad St., Boston 02109; fax your suggestions to 
617-951-0845, or e-mail to bsarch @architects.org. 


The Harleston Parker Jury is appointed each year by 
the BSA President, who often serves as a member of 
the jury. This year the jury is chaired by Ray Porfilio 
AIA (Stahl Associates) and includes sociologist and 
planner Suzanne de Monchaux, architect Mark 
Dolny (Perry Dean Rogers & Partners), graphic 
designer Alice Hecht (Hecht Design), Peter Kuttner 
AIA (Cambridge Seven Associates; BSA President), 
Ted Landsmark, Esq. (Boston Architectural Center), 
Susan Personette AIA (MIT), Phil Seibert, IIDA 


(The Stubbins Associates), Jeff Stein AIA 
(Wentworth Institute of Technology), and Marc 
Truant AIA (Marc Truant & Associates). 


Here's another deal for BSA 
members: Architectural 
Graphic Standards cheap ! 


Thanks in part to the merger of Rizzoli Bookstores 
and the AIA National Bookstore in Washington, the 
BSA has acquired a small number of the 
Architectural Graphic Standards CD-ROM and the 
traditional hard copy of Architectural Graphic 
Standards at significant discounts. As the result, 
BSA members can get either or both of these critical 
design tools at a substantial savings. While the 
supply lasts, the price of the bible of graphic 
standards is 35% less than usual: the CD-ROM is 
$225.00 for BSA members ($276.00, also a terrific 
savings, for non-members) and the hard-copy 
version is $126.00 for BSA members (and non- 
members save substantially at a price of $146.00). 
Both items may be ordered only by calling me 
directly at 617-951-1433x221 with a credit-card or 
by coming to the BSA to purchase your discounted 
copy. 


Jenifer Marshall, Publications Manager 
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“I'm sorry you have to sit way over there. It's a Feng-Shui thing.” 


Mick Stevens ©1997 from The Cartoon Bank. All rights reserved. 


The envelope, small-firm 
marketing, and TeleCom City 
are current issues 


Defining and promoting the value of architectural 
services, serving our communities, strengthening our 
professional networks, and otherwise becoming more 
effective and successful at what we do as architects are 
at the core of the BSA network. Among the mechanisms 
available to Massachusetts architects and to our allies 
are the scores of issue-oriented working groups that 
constitute the BSA. Here are a few examples of the 
efforts in which members and non-members are 
engaged today. Select one for yourself and join 
us...and earn AIA Learning Units in the process. 


@ Sealing the envelope — The new BSA Building 
Envelope Committee meets on the second Monday 
of every month at 4:30 pm at Shepley Bulfinch's 
office at 40 Broad Street. This month (on May 11) 
our guest, Joe Lstiburek, focuses on pressure 
response and air tightness in the envelope and the 
critical issue of indoor air quality. On June 8 we 
welcome Wagdy Anis AIA to discuss innovative 
metal-stud wall-design. Join us...all readers are 
welcome. For more information, call Committee 


founder/chair Richard Keleher ALA (617-423-4440). 


@ Small-firm marketing — At its recent monthly 
lunches at the BSA, the Small Firms Practice 
Committee, which welcomes former members of the 
Sole Practitioners Committee, focused on marketing 
and referral services administered for small firms and 
sole practioners by the BSA. Staff members Richard 
Fitzgerald, Nancy Jenner, and Kate Gilbert joined 
the group to describe in detail the referral and 
marketing services designed to promote member 
firms and sole practioners and to incorporate the 
critiques and suggestions of members interested in 
broadening and improving all of these services. At 
an earlier lunch, the Committe focused on risk- 
management with guest attorney David Hatem. 
Each month we focus on design and practice issues 
of significance to small firms. Join us for lunch on 
the third Thursday of each month at the BSA. For 
more information, call Committee chair Deb Pierce 
AIA (617-964-1311). 


@ TeleCom City — The Friends of the Mystic 
River joined the members of the BSA’s Architects for 
Social Responsibility Committee recently to discuss 
TeleCom City, a 210-acre telecommunications 
industrial park bordering Medford, Malden, and 
Everett. Our monthly meetings address the full 
range of design and development as they are shaped 
by public and professional awareness of critical 
design issues such as indoor air quality, energy use, 
and related sustainability issues. Join us on the 
fourth Tuesday of every month at the BSA at 6 pm. 
For more information, call Peter Nobile ALA 


(617-423-1700) or Marilyn Phelan, Assoc. AIA 
(617-491-6450). 


@ Educating future clients and architects — Two 
dozen architects and allied professionals gathered at 
the BSA in February to plan this year’s programming 
for the significantly expanded YouthVisions 
Committee. The BSA generally has refocused much 
of its public-awareness programming on K-12 
schoolchildren. Led by the YouthVisions 
Committee, the BSA hopes to significantly expand 
architects’ involvement in curriculum-design and 
related elementary-school programs that enhance the 
design-awareness of the next generation of architects 
and clients...our children. Join us for what is 
already a rewarding experience for many of us. For 
meeting and other details, call Nancy Jenner at the 
BSA (617-951-1433x227) or Committee co-chairs 
Kay Barned-Smith AIA (617-522-0163) or Cammie 
Henderson AIA (617-426-1300). 


@ Christmas in April — Scott Richardson AIA has 
offered his services to help Open Pantry Community 
Services; Charles Bradley AIA is leading the effort to 
develop a building materials warehouse; and scores 
of other architects, contractors, and allied 
professionals are working through the Task Force to 
End Homelessness to address an extraordinary range 
of facilities-related issues affecting homeless 
individuals in and around Boston. Christmas in 
April, the one-day effort to help homeowners in the 
greater Boston area who are unable to do basic 
maintenance or repair work on their homes, is 
another activity in which we are engaged. Join 
us...we need more designers and builders. The issue 
is shelter. We meet at 8 am on the first Wednesday 
of alternate months at Payette Associates (285 
Summer St., Boston); this month it is May 6. For 
more information, call Nancy Sullivan 
(617-227-9272) or John Wilson FAIA 
(617-342-8200). 


@ Emergency medicine — “Diagnostics and 
Observation in Emergency Medicine” was the title of 
an informal presentation by Doug Farber at one of 
our recent Healthcare Facilities Committee meetings 
at the BSA. The issues related to staffing and 
patient-flow and how those realities inform design. 
Each month we address significant healthcare-design 
issues. Join us. For more information, call Rick 
Heym AIA (617-787-2400) or Bob Humenn AIA 
(617-227-6520). 


Peter Kuttner AIA, President 
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Members and non- 
members, architects 
and non-architects, 
are invited to taste 
the opportunities of- 
fered by these and 
over five dozen simi- 
lar BSA networks of 
architects and allied 
professionals. For 
more information on 
any of these groups, 
call 617-951-1433x221 
and ask for the Guide 
to Committees and 
Task Forces. Chairs 
of all BSA committees 
and task forces are 
invited to contribute 
to this column regu- 
larly and to ensure 
that meeting notes 
are conveyed to the 
BSA Web site by call- 
ing Nancy Jenner at 
617-951-1433x227. 


Richard Keleher AIA 


John Wilson FAIA 


Peter Nobile AIA 


Will you need interns 
this Summer ? 


At this time each year, the BSA begins to receive 
inquiries from high-school and college students 
seeking paid Summer internships with Massachusetts 
design firms. If you think your firm might need 
such help this year and would like the BSA to 
include your firm on our referral list for interns, call 
now (617-951-1433x221 or, outside Boston, 800- 
662-1235x221) and ask for a copy of the Summer 
intern reply form. It’s free, there is no obligation, 
and it has proved to be a useful service for firms and 
for prospective interns. 


Will you be wanting free food 
in San Francisco ? 


For AIA members and friends in New England who 
are going to the national AIA Convention in San 
Francisco this month, there is a special BSA/AIA 
New England/Harvard GSD reception at 5:30 pm, 
Saturday, May 16 at the Convention headquarters 
hotel, the Westin St. Francis. 


Join us at this annually delightful reception, which 
serves to highlight BSA and other New England 
members being honored for a variety of reasons at 
the national level, including new members of the 
College of Fellows (see p. 11). Let us know if you 
are going to be there by calling 617-951-1433x232 
so we can order enough chocolate. 


Want to do Dallas ? 


The next AIA Convention is in the Spring of 1999 
in Dallas. If you are interested in proposing a 
workshop or similar presentation to enhance your 
national reputation as an architectural wizard, call 
Brenda Henderson at 202-626-7353 or e-mail her at 
hendersonb@aiamail.aia.org. The deadline for 
proposals is June 15. 


BSA listing of consultants and 
contractors now available 


Enclosed in this issue of the ChapterLetter is the 
Spring 1998 edition of the BSA’s popular Guide to 
Consultants and Contractors. This biannual BSA 
guide continues to grow; this edition is the largest 
yet. The Guide is a simple way to find contractors, 
construction managers, engineers, architectural 
photographers, model-makers, CADD and plotting 
services, and scores of other design and construction 
service providers. The Guide is also posted on the 
BSA Web site (www.architects.org). 


If your favorite contractors or suppliers are not listed 
and you think they should be, encourage them to 
give me a call at 617-951-1433x234. The deadline 
for the Fall 1998 edition is September 15. 


Kate Gilbert, Editor 
Guide to Consultants and Contractors 


Design and practice 
workshops abound in May 


The BSA’s annual Spring workshop series for 
architects and other building industry professionals 
began in March with a session on residential 
lighting. The full schedule of two dozen sessions 
continues in May and is outlined here. Workshop 
brochures were mailed to all BSA members and 
friends in early March; for additional copies, call the 
BSA at 617-951-1433x221. The BSA is particularly 
grateful this year for the generous co-sponsorship of 
this Spring workshop series by A.J. Martini, Inc. 
General Contractors. 


May highlights of this Spring series include: 


@ the continuing 10-part series on the new 
Massachusetts State Building Code (March-June) 
@ “What You Need to Know to Turn a Good 
Presentation into a Great One” on May 8 

@ “Designer-Selection and Automated Building 
Design for the USPS” on May 11 

@ “Selecting and Implementing Effective Project 
Accounting Systems” on May 18 

“Controlling the Spiraling Costs of Office 
Technology” on May 18 

@ “Leadership and Learning: How to Improve Your 
Firm's Competitive Edge Through Professional 
Development” on May 28 


For registration details, call 617-951-1433x221. oS 
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Now you can 
subscribe 
to CODEWORD 


CODEWORD, the 
official publication of 
the Massachusetts 
State Board of Building 
Regulations and 
Standards (SBBRS), 
which for many years 
the BSA has distributed 
as a service to 
members, is now being 
printed and mailed 
directly by SBBRS. For 
an annual subscription 
to CODEWORD (which 
costs $16.00), call 617- 
727-3200. 

Unfortunately, the BSA 
is no longer permitted 
to distribute copies. To 
examine a sample of 
CODEWORD, visit the 
SBBRS Web site at 
http:// 

Www. nagnetstate.ma.us/ 
bbrs. 


Starting a new firm 
...or thinking about it ? 


The proliferation of new firms in the past several 
years has sparked a revision of the package of 
materials available from the BSA for those who 
recently established new firms or are thinking about 
doing this. 


This kit of information available from the BSA 
includes magazine articles and other publications on 
the basics of starting your own firm, strategies for 
management, explanations of the law regarding 
consultants, warnings about the exploitation of 
interns, a 1990 BSA study of design firm family- 
related benefits, lists of relevant AIA Documents, a 
summary of professional practice requirements in 
Massachusetts issued by the Boards of Registration, 
and a variety of publications, reference tools, and 
services available through the BSA and elsewhere. 


This package is available at no cost to AIA members 
in Massachusetts who send their requests with a 
$2.39 SASE; non-members may order the package 
by including a $25.00 fee payable to the BSA along 
with the $2.39 SASE. Requests should be mailed to 
New Firm “Starter Kit”, BSA, 52 Broad St., Boston 
02109. 


Is your firm behind 
the training curve ? 


That is the question asked in a recent issue of Design 
Firm Management & Administration Report. In its 
April 1998 issue, that newsletter devotes a three-page 
report to training alternatives, training philosophy, 
and a quiz you can give yourself to determine 
whether or not your in-house employee training 
strategy is appropriate. 


This issue was of particular interest to architects and 
others dealing with what appears to be a significant 
staff crunch in an employee's market. If the 
economy remains as strong as most people predict it 
will, this crunch and the level of employee training 
available in your firm may prove to be particularly 
significant in the coming years. 


When the members of the AIA throughout the 
country voted to establish an AIA Continuing 
Education System (CES) in 1992, it was clearly 
anticipating the rapidly increasing growth in 
continuing education requirements in this profession 
and others. In March of this year, the AIA reported 
that 97% of all AIA members are participating in the 
AIA Continuing Education System. And much of 
that continuing education is occuring in-house. 


Later this month, on May 28, AIA/CES Director 
Thom Lowther comes to Boston to lead a workshop 


with local professional development wizard Jean 
Valence that focuses on the relationship between 
learning and leadership for design firms. The AIA 
Continuing Education System also now provides 
special incentives for in-house programs that firms 
can develop themselves or request from certified AIA 
providers such as the BSA. As might be imagined, 
use of the Internet for these purposes is also 
expanding rapidly. 


For a copy of the Design Firm Management & 
Administration Report mentioned in the first 
paragraph, send your request with a 32¢ SASE (it’s 
only available by mail) to Staff Training/RF, BSA, 52 
Broad St., Boston 02109...and for details on the 
May 28 BSA workshop on learning and leadership, 
call 617-951-1433x221. 


Public-sector building 
practices explained 
in new publication 


Recommended Practices on Public Sector Building 
Projects in Massachusetts is the title of a new 
publication developed by Associated General 
Contractors in Massachusetts and the BSA. The 
guide, which was unveiled at a Build Boston 
workshop last Fall, was developed over the past few 
years by a joint committee of AGC, BSA, and ACEC 
members. George Metzger ALA, now Commissioner 
of Professional Practice on the BSA Board of 
Directors, represented the BSA in this effort. 


The guide is meant to serve as a reference tool and is 
organized to provide brief and clear answers to the 
most common questions associated with public- 
sector work in Massachusetts; relevant statutes and 
other documents are referenced as needed. The 
intent of this new guide is to promote fairness and 
balance in the administration of public design and 
construction projects, to focus on solutions rather 
than blame, and to promote consistency among state 
and municipal contracting agencies. 


Free copies of this publication are available at the 
BSA or you may send your request for a copy with a 
$1.24 SASE to the BSA, 52 Broad St., Boston 
02109 (be sure to specify the title of this publication 
in your request). 
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Architects for residential and 
small-scale commercial work 
are in demand 


New homes, renovations, that long-awaited addition 
— home-owners are taking advantage of the strong 
economy and are building. The BSA’s popular guide 
— “How to Work With an Architect” — and the 
accompanying listing — “Architects Who do 
Residential and Small-Scale Commercial Work” — is 
the BSA publication with the widest distribution. 
Thousands are distributed free at the annual home 
shows in Boston and to all those who call the BSA 
throughout the year requesting information on how 
to hire an architect. 


The BSA also advertises this publication in The 
Boston Globe, The TAB, Cape Cod Life, home show 
brochures, and the BSA Web site. The Fall 1998 
Listing will be first to be put on the Web in its 
entirety. 


To take advantage of this marketing opportunity, 
complete the listing form inserted in this issue of the 
ChapterLetter; for additional copies of the listing 
form (Massachusetts AIA members only), call 
617-951-1433x221. The deadline for submission 
is June 15. 


Kate Gilbert 
BSA Referral Services 


New BSA “media kit” 
available now 


The BSA now has a compact, easy-to-use tool that 
describes numerous ways to reach the Massachusetts 
architectural community with your advertising or 
marketing message. This BSA media kit contains 
information on the new BSA magazine, 
ArchitectureBoston, including an editorial calendar 
and ad rates; the Guide to Consultants and 
Contractors; ChapterLetter insert advertising; 
mailing list rentals; Build Boston; and much more. 
To receive a media kit, call 617-951-1433x221, fax 
your request to 617-951-0845, or e-mail your 
request to bsarch@architects.org (include your fax 
number in the e-mail). 


You can also find the BSA media kit on the BSA's 
Web site (www.architects.org). 


This is the new 
advertising opportunity 


The new BSA magazine — ArchitectureBoston — will 
debut in June. This new BSA publication features 
in-depth articles on current issues in the building 
industry. The editorial focus for the June issue is 
practice and technology. The magazine will carry 
b-8&-w and color display advertising. For 
information on this new advertising opportunity and 
a copy of the 1998 editorial calendar, call me at 
617-951-1433x227. 


Nancy Jenner, Advertising Director 


Is your firm on the best referral 
list in Massachusetts ? 


The Seventh Edition of The Directory of Architecture 
Firms in Massachusetts is in production and all AIA 
firm members and sole practitioners in 
Massachusetts should have returned your listing 
forms by now. If you have not, call Deborah 
Umbrello at the BSA directory publishing office at 
800-996-3863 and tell her you are faxing it today. 


If your firm is not a sole practitioner or firm member 
of the AIA in Massachusetts and you join NOW, you 
can still take advantage of this one-of-a-kind 
marketing opportunity. For firm and sole 
practitioner membership information, call me at 


617-951-1433x228. 
Penny Mitchell, Membership Director 
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Last chance for tee with 
celebrities such as these 


This is the last call for sponsors and players who 
have yet to sign up for the BSA’s 10th Anniversary 
Golf Tournament on June 4. There are a few players 
slots left and a few opportunities remain for 
sponsors. For information on either opportunity, 


call Alexandra Lee at 617-951-1433x225. 


Among the celebrities who are sponsoring this year’s 
tournament (and you are still able to join this list as 
a sponsor) are: 
Abbood/Holloran Associates 
A. J. Martini, Inc. 
A. W. Hastings & Co./Marvin Windows 
Barr & Barr 
Beacon Skanska 
Elaine Construction 
George B. H. Macomber Co. 
Lee Kennedy Co. 
Liberty Architectural Sales 
Marble and Granite 
Maugel Architects 
Pella Windows 
Poole Professional Ltd. 

R. G, Vanderweil Engineers 
Richard D. Kimball Co. 
Richard White Sons 
Rugby Building Products/Marvin Group 
SBA/Steffian Bradley Associates 
Sherwin-Williams 
Surveying and Mapping Consultants, Inc. 
The Karsten Co. 

Tischler und Sohn 
TMP Consulting Engineers 
Tradeshow Management Co. 

USG Interiors 
Vanasse Hangen Brustlin, Inc. 
William A. Berry & Son 
W. R. Grace + Co. 


Kurt Rockstroh AIA, Chair 
BSA Golf Tournament 


Want to change things ? 


The BSA Nominating Committee has prepared a 
slate of candidates for this year's election of new 
members of the BSA Board of Directors and new 
members of the BSA’s key elective committees 
(Ethics, Honors & Awards, Membership, and 
Nominating). The full slate will be published in the 
Fall ballot. 


If you are interested in running for BSA office and 
have not been nominated, you may put yourself or 
anyone else who is eligible on the ballot simply by 
filing a petition with the BSA over the signatures of 


not fewer than seven current members. For details, 
call Richard Fitzgerald at the BSA 
(617-95 1-1433x232). 


Can you win as a petition-nominated candidate ? 
Absolutely. One of our most recent Board Members 
did just that. 


Rebecca Barnes AIA, Secretary 


Five members elected 
to the national AIA 
College of Fellows 


Ann Beha FAIA (Ann Beha Associates), Antonio 
DiMambro FAIA (Antonio DiMambro + 
Associates), Jeremiah Eck FAIA (Jeremiah Eck 
Architects), Jan Wampler FALA (Jan Wampler FAIA, 
Architect), and John Wilson FAIA (Payette 
Associates) are among the 94 American architects 
elected this year to the national AIA College of 
Fellows. This prestigious honor recognizes 
extraordinary contributions to design, practice, and/ 
or service to the profession and to the community. 


All five BSA members, who were elected by their 
peers through a national jurying process, are being 
inducted into the College of Fellows at the AIA 
Convention in San Francisco in May. The BSA and 
AIA New England hosts a special Convention 
reception in their honor at 5:30 pm on May 16 at 
the Westin St. Francis Hotel. Join us. 


CBT honors Kloko 
with $5,000 gift 


CBT/Childs Bertman Tseckares has made a 
contribution of $5,000 to the Boston Foundation for 
Architecture in memory of Dennis Kloko AIA. 


The Dennis W. Kloko Fund was established by the 
Foundation earlier this year when Payette Associates 
decided to recognize Kloko with the creation of the 
fund and a substantial contribution in Kloko’s name. 


Kloko served as Chief Operating Officer for Payette 
Associates and earlier served in similar roles for CBT 
and for Hoskins Scott & Partners. 


James L. Curry and Mary Beth Curry of Ashland 
also recently made a contribution to the Kloko Fund 
and joined dozens of other personal and professional 
friends who have chosen to honor Kloko in this way. 
For information on The Kloko Fund or the 
Foundation in general, call 617-95 1-1433x232. 


John Kennedy, Treasurer 
Boston Foundation for Architecture 
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The new architects’ salary survey is 
available from the BSA. This latest edition of the 
BSA survey — titled Massachusetts Architects’ 
Compensation Survey Report — includes extensive data 
on salaries paid to Massachusetts architects at every 
job level or job category, The survey report also 
includes summaries of the BAC’s surveys of salaries 
its students are earning and the annual survey report 
from Tofias Fleishman Shapiro on other financial 
data provided by Boston architecture firms. This 
year the BSA survey report also includes an extensive 
section summarizing a survey of CADD use in the 
greater Boston area conducted by Ron Boretti AIA of 
Gale Associates. To order a copy of the new 
compensation survey report, use the Special 
Publications catalog inserted in this issue of the 
ChapterLetter; it is item #01. 


$8 million in grants is available for municipal 
open-space projects. These are Self-Help and 
Urban-Self-Help grants made available to 
communities in Massachusetts interested in acquiring 
conservation land or recreation land, improving 
existing parks, or creating new outdoor recreational 
facilities. For more information about these grants, 
call the Common-wealth’s Division of Conservation 
Services at 617-727-1552. 


Design firm marketing and PR directors 
gather at the BSA monthly. If you are a marketing 
and/or communications/PR professional in an 
architecture firm in Massachusetts, you are urged to 
join your colleagues at 8 am on the fourth 
Wednesday of each month for coffee and bagels at 
the BSA. Each month we focus on a specific 
marketing or public relations issue and the discussion 
is led by one or more of the professionals 
participating in the meeting. The intent is to 
provide a forum for marketing and PR professionals 
to exchange information and ideas and to work 
directly with the BSA staff on the elevation of 
public/client awareness of Massachusetts architecture 
firms and of the great variety of roles architects play 
in our community. This month we meet on May 
27; join us. 


The Boston Civic Design Commission, 
which reviews major development proposals in 
Boston, regularly holds its public meetings on the 
first Tuesday of each month. All meetings are at 5:15 
pm in the Piemonte Conference Room on the 5th 
floor of Boston City Hall; meetings are open to the 
public. 


Wentworth co-op students are available for 
employment from May 11 through August 21. If 
you need help (and who doesn’t”), call Marilyn Kalis 
at 617-989-4101 to explore the possibility of hiring 
Wentworth architecture students. 


“Architectural Treasurers of the Boston 


Public Schools” is the title of a special lecture by 
Doris Cole FAIA on May 14 at noon in the Council 
Chamber of The Old State House. The 
presentation, which is sponsored by The Bostonian 
Society and the City of Boston Department of 
Neighborhood Development, includes refreshments 
provided by Cole and Goyette/Architects and 
Planners. For more information on this lecture, call 


617-491-5662. 


Harvard's Career Discovery program this year 
runs from June 22 to July 31 for those considering a 
career in architecture, landscape architecture, or 
urban planning and design. For details on this 
intensive program, call 617-495-5453. 


The Boston Arts Academy isa reality. After 
many years of planning and searching for a site, the 
new Boston Arts Academy is finally set to open in 
August at 174 Ipswich Street directly across from 
Fenway Park. The four-story building, the former 
home of Boston Latin Academy, has been empty 
since that school vacated this site over six years ago. 
The Arts Academy, which will open this Fall with 
160 students in grades nine and 10, is the brainchild 
of the Pro Arts Consortium, a collaborative that 
includes the Boston Architectural Center, Emerson 
College, The Boston Conservatory, the School of the 
Museum of Fine Arts, Massachusetts College of Art, 
and Berklee College of Music. For details, call Pro 
Arts director and visionary Linda Sevey at 
617-731-4231. 


Boston Bike Week is May 17-23. This third 
annual Boston effort to promote bicycling includes 
recreational tours throughout the city, contests 
among bikes and cars, a public gathering at City 
Hall Plaza on May 22 and a good deal more. For 
information on participation and/or sponsorship, call 
617-557-7322. 


California dreamers now can surf the Web for 
information on the national AIA Convention in San 
Francisco in May...www.aia98.org. The dates are 
May 14-17. The Web site includes information on 
the Bay Area's architectural legacy and there are plans 
to provide daily Webcasts directly from the 
Convention Center over the Internet. The BSA Web 
site is “hyper-linked” to this national convention 
Web site; the BSA Web address is www.architects.org. 


Does this describe anyone you know ? 

Inc. magazine recently identified these four traits 
shared by incompetent professionals: failure to follow 
through, bad-mouthing the client, failing to listen, 
and assuming you know what your client wants. 
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Competitions/Awards/Grants 


BSA Design Awards Programs (see p. 5)... Bos- 
ton Foundation for Architecture grants for de- 
sign-awareness programs (see p. 3)...Metal Con- 
struction Design Awards; 7/15 deadline; 312- 
201-0193...“The POTUS: Competition for the 
Clinton Presidential Library”; 5/27 deadline; 
213-296-6226 (http://thechair.com); The 
End...Annual International Waterfront Awards 
Program; 9/11 entry deadline; 202-337-0356/ 
fax 202-625-1654/e-mail waterfront@ 
mindspring.com (The Waterfront Center)... 
National Art & Design Competition for Street 
Trees; 212-642-2970/fax 212-642-2971 (Caitlin 
Cahill); CUNY Center for Human Environ- 
ments... Urban Design Competition for San 
Francisco's 24% Street corridor revitalization; 5/ 
18 entry deadline; 415-641-7657/fax 415-641- 
7684...Berlin Prize Fellowships in architecture 
and other disciplines; 212-588-1755/fax 212- 
588-1758 (The American Academy in Berlin, 
New York City)...“Competi-tions” magazine re- 
ports regularly on competition results and new 
competition deadlines and related information; 
for a subscription, call 502-451-3623...Prede- 
velopment Assistance Program grants to support 
early-stage economic development projects in 
Massachusetts; 800-445-8030 (Mass. Develop- 
ment Finance Agency)... Victorian-era buildings 
(exteriors or interiors), public places, open 
spaces, etc.); Jack Grinold, 48 Greycliff Rd., 
Brighton MA 02135...Massachusetts Historical 
Commission Preservation Awards; 617-727- 
8470 (Leslie Sampou) for nomination forms 
...A schedule of annual BSA, AIA New England, 
& national AIA design awards programs is avail- 
able from the BSA; 617-951-1433x221...AIA 
Honors & Awards Programs including the Gold 
Medal, Kemper Award, Whitney Young Citation, 
Honorary AIA Membership, Design Honor 
Awards, 25-Year Award, Urban Design Awards, 
AIA College of Fellows, Honorary Fellowship, 
Thomas Jefferson Awards for Public Architecture, 
Young Architects Citation, Library Building 
Awards, Institute Honors, Architecture Firm 
Award, Henry Bacon Medal, Topaz Medallion for 
Education, Brick in Architecture Awards, Interior 
Architecture Awards, Concrete Masonry Design 
Awards, Cedar Design Awards, etc.; deadlines 
vary; 617-951-1433 x221 (ask for the Annual 
Awards Schedule)... Minority/Disadvantaged 
Scholarship Program; annual AIA/AAF Scholar- 
ships; 202-626-7511 (Mary Felber)...Aga Khan 
Award, Program Procedures, 32 chemin des 
Crets-de-Pregny, CH-1218 Grand Saconnex, 
Geneva, Switzerland ($500K in prizes; rolling 
deadlines) ...AIAS student competitions: pro- 
grams & deadlines vary; 202-626-7472...NIAE 
student competitions; 212-924-7000... 
Fulbright grants for architects and urban plan- 
ners; 202-686-4000 (fax 202-362-3442)... NEA 
design project grants & individual grants/fellow- 
ships (up to $20K) for designers; 202-682-5437 
... The MacDowell Colony Residency for archi- 
tects; 603-924-3886 or 212-966-4860 for appli- 
cations & deadlines... For details on the 
$15,000 American Architectural Foundation Ri- 
chard Morris Hunt Fellowship and numerous 
AlA-related fellowships and scholarships for mi- 
norities/disadvantaged individuals, professional 
degree candidates, health facilities design, re- 
search, and other purposes, including The RTKL 
Traveling Fellowship, call 202-626-7511 and, for 
the AIA/AHA Fellowship in Health Facilities De- 
sign, call 202-626-7429. 


Workshops/Conferences .S 
BSA Spring Workshop Series (see pp. 2 & 8) 
...National AIA Convention; San Francisco, 
5/13-17; 202-626-7300...Strawbale and 
Rammed-Earth Workshop; 5/8-10, Conway 
NH; 603-447-1001 or 617-566-7567... “Medi- 
ating Construction Disputes and the New AIA 
Documents”; 5/7 workshop, Boston; 617-695- 
6037 (Lisa Romeo)...“Innovative Project Deliv- 
ery Methods” forum; 5/18, Boston; Construc- 
tion Management Assn.; 617-695-0103 (Lisa 
Turnbaugh, PE.) or 508-877-2637 (Ava 
Isaacson)...“Lighting Design Priorities for Ar- 
chitects and Designers” workshop; 5/21, Nan- 
tucket; 508-228-6633 (Nantucket Light Shop) 
..“ Transforming the Urban Agenda” (RAIC 
Festival of Architecture workshop); 6/11-13, 
Saskatchewan; 613-232-7165...Northeastern 
University Center for Continuing Education 
Building Design and Management courses; 
617-320-8000... Wentworth Institute of Tech- 
nology professional and continuing studies pro- 
grams; 617-442-9010x446...BAC continuing 
ed. program; 617-536-3170... GSD professional 
development program; 617-495-1680... Jewish 
Vocational Service career, job-hunting and 
related workshops; 617-965-7940... Women's 
Educational and Industrial Union career services 
workshops and other services on job-hunting and 
other career issues; 617-536-5657... MIT Cen- 
ter for Real-Estate professional development 


courses; 617-253-4373. 


Exhibits/Lectures/Tours 


BSA exhibits (see pp. 2-4)...Boston By Foot 
lecture and field trip series and volunteer guide 
rally: www. bostonbyfoot.com or 617-367-2345/ 
3766...Northeastern University exhibit (work by 
Brian Healy AIA, 5/4-22) and lecture (Brian 
Healy AIA on “Transparent Connections”, 5/7); 
617-373-2347...Preservation Worcester pro- 
grams: walking tour of North Park, Burncoat 
Park; 5/19; 508-754-8760... AIA Maine semi- 
nar on “Office Practice/Design or Profit”; 5/6; 
207-623-1218... “Study Denmark Architectural 
Tour”; 9/98; 800-223-4664...Newport Man- 
sions tours; The Breakers et a/. and several new 
buildings; March-December; 401-847-1000x165 
«.-Classical Architecture program/tour: New 
York Summer Program (6/6-7/18) and Drawing 
Tour of Rome (7/24-8/8); 212-681-2761/fax 
212-843-1678...Harvard GSD exhibits: recent 
work of Jan Olav Jensen (4/20-5/28), and com- 
mencement exhibition (6/1-7/17); 617-495- 
4784, ..Historic architectural drawings exhibit at 
the Library of Congress; 800-551-7328...BAC 
exhibit program; 617-536-3170 ...Wentworth 
exhibit & lecture programs; 617-442-9010... 
“The Four Shapes of Boston,” a slide-lecture on 
Boston’s architectural history available to rent 
(with speaker); 617-367-2345...Art & architec- 
ture tours of the BPL; 617-536-5400x212. 


Other Opportunities 


ArchitectureBoston, new BSA quarterly magazine 
scheduled for 1998; for editorial and advertising 
requirements, call Nancy Jenner at 617-951- 
1433x227... Before & After, the home-renovation 
TV series, is seeking BSA members’ before-&-af- 
ter photos of completed remodeling projects; 
612-835-4455 (Rachel Baer or Dana Ritter) 


.-. Teachers: the BAC is seeking instructors for 
courses such as wood-frame construction, me- 
chanical/electrical systems, materials, methods 
and contract documents, structures (many of 
these related to the A.R.E.); call Ron Ranere AIA 
at 617-536-3170x258... Residential Architect 
magazine is seeking residential design details for 
publication; call or write Rick Vitullo AIA (410- 
923-1140/fax 410-923-3827/e-mail olstudio@ 
aol.com)... Boston Herald critic David Eisen is 
seeking your work on housing, interiors, urban 
design, great public projects, tiny private retreats, 
etc,; mail non-returnable information to Eisen at 
186 South St. — 5th Floor, Boston 02111... 
Banker & Tradesman is secking BSA members to 
write editorial columns, news articles, and similar 
pieces for its weekly newspaper and its quarterly 
magazine “Structures”; call Brad Seawell at 617- 
428-5100... Architecture magazine is seeking 
projects under 1,000 s.f. of extremely high de- 
sign and construction quality for possible publi- 
cation; work must have been completed after 7/ 
96; send photographs and drawings to Reed 
Kroloff, Architecture, Suite 625, 1130 Connecti- 
cut Ave. NW, D.C. 20036...BSA members’ 
home office designs are being sought for publica- 
tion in Home Office Computing magazine; for de- 
tails call 301-654-1988/fax 301-654-1994/e-mail 
alvin@ al.net...Robert Campbell FAIA would 
like to publish your residential work in the 
Globe; mail materials directly to Campbell, 54 
Antrim St., Cambridge MA 02139 (fax: 617- 
576-4784)... Duo Dickinson is seeking residen- 
tial design/landscape projects for inclusion in his 
sixth book, Jnside/Outside;203-245-0405 (Karen 
Thicl)...idioTEXT design journal invites design- 
ers to submit competition projects for publica- 
tion; 617-482-6958 (Jordan Williams)... Places, 
the quarterly journal edited by Donlyn Lyndon, 
invites submissions of articles related to sustain- 
able design; 718-399-6090 for details... The 
Central Artery/Tunnel Project is creating a reg- 
istry of artists interested in working on the Ar- 
tery; call 617-951-6329 (Artery Arts Program) 
for details... The Boston Museum of Science is 
looking for professionals to teach problem-solv- 
ing, computer applications, your favorite inter- 
disciplinary topics, and a variety of other courses; 
call 617-589-0364 (Brent Jackson)... The Classi- 
cist, the journal of the Institute for the Study of 
Classical Architecture, is seeking papers and/or 
examples of work done in the Classical man- 
ner; 212-570-7374 ...The Hardwood Manufac- 
turers Association is seeking professional photog- 
raphy showing the use of solid U.S. hardwoods 
in furniture, flooring, kitchen cabinets, or deco- 
rative woodworking to illustrate in various publi- 
cations the use of American hardwoods; call Su- 
san Regan at 412-829-0770... Wentworth Insti- 
tute is seeking constructive and compassionate 
architects to serve as design critics; call Herb 
Fremin at 617-442-9010x425...Energy-con- 
scious designs are being sought for a new book 
on alternative architecture; for details, call Alfred 
Kemper (909-920-9753)...See a wide variety of 
paid & volunteer opportunities in the “Classi- 
fied” listing inserted in this issue. 
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Residential Architect is on the street 
Residential Architect is a new bi-monthly magazine 
published by Hanley-Wood [the same folks who 
publish Remodeling and Builder magazines]. I am 
the writer/illustrator for a feature in this new 
magazine called “Hands On”, which focuses on 
details designed by architects used in residential 
projects. The details should be custom and unusual 
but not so idiosyncratic that they couldn't be 
applicable to other projects. If you have any 
appropriate details from your project that you would 
like me to consider (unbuilt or, preferably, built) for 
publication, you can forward them to me at Oak 
Leaf Studio Architects, 342 Cedar Trail, Crownsville 
MD 21032 (tel 410-923-1140/fax 410-923-3827/e- 
mail olstudio@aol.com). 

Rick Vitullo AIA 


Growth-management virtuoso 
Just a quick note to thank BSA member Anne Tate 
AIA of Abacus Architects for her excellent 
presentation on behalf of the BSA Growth- 
Management Committee to the members of the 
Metropolitan Area Planning Council. It was the 
best presentation I've ever seen on the subject...it 
was very thought-provoking and stimulating. 
David C. Soule, Executive Director 
Metropolitan Area Planning Council 


Naive about capitalism 

..-1 found the BSA Social Impact Commission 
meeting at Build Boston in November fairly 
disconcerting. 1 know that we all want to contribute 
whatever we can to alleviate homelessness — it’s why 
we've worked on pro bono projects for years — but 
something critical is missing from the BSA Task 
Force to End Homelessness agenda. We spend large 
amounts of time, creativity, and energy addressing 
the symptoms of homelessness and equally little 
amounts of time, creativity, and energy addressing 
the causes. Or, more accurately, the single cause: the 
inequality of capitalism. People with special 
training, [such as] designers, of course want to bring 
their experience to bear on the problem. But when 
we accept solutions that fly in the face of what we 
know is needed, we have to recognize that our focus 
on design and volunteering has gone too far. 


The presentation at the Build Boston meeting on 
building a prototype shelter cabin in Miami was very 
interesting, particularly the data which belied the 
myth that the majority of the homeless are street 
people. And the effort that went in to creating one 
shelter, especially in the face of stubborn opposition 
from the civic bureaucracy, was truly impressive. 
What was extremely disturbing, however, was 
accepting the idea of housing people in a tiny 


wooden cabin with no electricity, plumbing, or 
privacy when the resources clearly exist to house 
people properly. Think about it — what if the City of 
Miam had proposed a similar solution? Wouldn't we 
condemn that as sub-standard? We see similar 
projects in Architecture magazine: shelters and SROs 
that request variances from basic habitability and life 
safety codes in order to get built. And with these 
Projects, too, we accept smaller rooms, fewer fire 
exits, fewer kitchens, fewer of the basic necessities 
that the tenants’ rights movement struggled for over 
a century to establish. Yet at least it’s better than the 
street and that, unfortunately, sets the ever- 
diminishing definition of “acceptable”. 


With perhaps greater reluctance, we seek the erection 
of any housing, even luxury housing, hoping that 
building for those at the top will alleviate some 
pressure on those at the bottom. But this idea, born 
of the desperation of seeing the devastating effects of 
a brutally tight housing marker, is really trickle-down 
Reagonomics, and capitalism simply doesn’t work 
that way. Hoping that more luxury housing will 
eventually lower rents is like hoping that building 
more Porches will lower the price of a Toyota or if 
more stores sold Rolexes the price of a Timex would 
drop. The wave of condos built during gentrification 
in the 1980s raised rents overall and showed that the 
relation between upper and lower housing markets is 
tenuous at best, and more luxury housing means, 
well, more luxury housing. 


Using those few developers willing to do the right 
thing to serve as an example for the greedy — another 
avenue raised at the meeting — is, frankly, amazing. 
No matter how we try and avoid it, capitalism left to 
itself can and will never provide enough affordable 
housing. Given the market price of land, labor, and 
materials, there is little or no profit margin in 
building housing for families making below median 
income. The for-profit developers are just that — for- 
profits — and the new Levittowns are being built for 
those who have already made it up the ladder, not 
those just starting out and certainly not for those 
stuck at the bottom. (Besides, Hollywood’s already 
been there, done that: there was such a benevolent 
builder in “It’s a Wonderful Life” but, in our movie, 
every time a bell rings an angel gets evicted.) 


Despite strong reference, the non-profits cannot 
meet the need or address the cause. Twenty years 
ago, the CDCs stepped in when the federal 
governement copped out but they are now 
dependent on hand-outs from the same system that 
causes the problem in the first place. They do help a 
number of people achieve the American dream of a 
mortgage while many more at the bottom drift in an 
American nightmare of insecurity. Nowhere is this 
more evident than in Boston; we have some of the 
most dedicated and creative non-profits in the 
country. Yet Boston still has almost four times as 
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many abandoned housing units as there are homeless 
people and rates one of the worst income-to- 
housing-costs ratios in the United States. The 
thousand beds at Pine Street are filled. Always. And 
the abolition of rent control pulled the last thread 
out of the housing safety net. Public housing — the 
housing of last resort — is now under intense pressure 
to privatize its management and replace its current 
population with middle-class tenants. What will 
happen to those replaced ? HUD is relying on the 
free market to fill in that half of the equation: the 
shelters, relatives’ couches, cardboard boxes. 


Homelessness exists primarily, simply, because people 
cannot pay their rent. Addressing this goes beyond 
having a legislative action committee. “Legislative 
action” is a contradition in terms. The politicians 
dance to the developers’ tune. The parties are 
distinguishable only by the tax breaks they propose 
for the rich while the National Mayors’ Conference 
reports an unbroken 13-year rise in requests for 
emergency shelter nationwide. Double the number 
of actual homeless are people paying more than 50% 
of their income for rent (more than 155,000 families 
in Massachusetts alone); 20,000 are on the waiting 
list for the Boston Housing Authority. The waiting 
list for the New York City Housing Authority is 
closed. HUD’s budget, never generous, has been 
slashed steadily since 1980. And the ever-growing 
numbers of the poor suffer as the government cuts 
all services while increasing welfare for a bloated 
military all too eager to spend billions defending 
Exxon’s oil profits. 


This is not just a fight for “them”. All of us are 
affected. The last 30 years have witnessed the 
greatest polarization of wealth in this country’s 
history (with — no surprise — minorities, immigrants, 
and women taking the biggest hits). Since 1970 the 
richest 2% have seen their wealth more than double 
while 60% of us have seen our real wages decline. 
This rise in poverty drowns out the rise in 
volunteerism. Donated paint brushes and labor 
can’t plug the hole in the dike. The dim glow of the 
thousand points of light pales by the glare of 
searchlights from new prison walls as almost half of 
all public construction money goes to build jails. 


We cannot dance around it. We have to condemn 
the lack of affordable housing as a despicable and 
unacceptable consequence of a profit system gone 
amok. If we don’t, then we are, despite all good 
efforts and good intentions, contributing to the 
problem. How we do this is a matter for all of us to 
discuss...But we can’t let the politicians and bankers 
off the hook by spending all our time designing 
shelters or painting dilapidated schools. This 
struggle — and it is a struggle — has to be based on 
the premise that the system has to provide basic 
human needs [such as] housing with or without 
anything as irrelevant as a profit margin, Our 


timidity in not wanting to bite the hand that feeds 
us is particularly glaring in light of the fact that we 
are, in reality, not being fed. The few crumbs that 
fall from the governments’ or the investors’ tables are 
not worth this silence and our resistance to criticize 
is bad training for the not-to-distant time ahead 
when the trickle of support for low-income housing 
totally runs dry. We need to get angry. We need to 
get loud. We need to fight. And we need to do it 
now... 

Joshua Barnett, R. A. 

Boston 


Free Sweet's 
We have a 1996 set of Sweet's catalogs that we do 
not need. We would like to donate this set to a 
small architecture firm that could make use of it. If 
you are interested, call me at Tsoi/Kobus & 
Associates at 617-491-3067x312. 

Lauran Soares 


AIDS Action volunteers needed 

Due to the growing demand for AIDS-related 
services, education, advocacy and outreach, we are 
unable to meet all of our needs with current 
volunteers. We must recruit new volunteers on an 
ongoing basis to keep up with that demand. We 
hold regular volunteer orientation and information 
sessions for people interested in all of our volunteer 
opportunities. Volunteers can provide direct services 
to clients, staff, fund-raising and educational events, 
and fill administrative and other roles in our office 
and at our resale store, Boomerangs. 


We hold three orientation sessions each month at 
our main office at 131 Clarendon Street in Boston 
and another orientation each month at Boomerangs 
at 60 Canal Street. For more information, please 
call me at 617-437-6200. 
Mitchell Gordon 
AIDS Action Committee 


Design-review roles for architects 


The BSA’s Committee on Professional Appointments 
(COPA) is seeking Massachusetts architects 
interested in serving on state, city and town design- 
review, designer-selection, historic preservation, and 
similar bodies. If you are an architect in 
Massachusetts interested in such roles, please send a 
letter of interest along with your resume to me at 
COPA, BSA, 52 Broad St., Boston 02109. 
Nancy Jenner 
Deputy Director 
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People 


Prellwitz/Chilinski has announced that 
Steve Allen, Mark Connor, Judith Salvi, 
Affil. BSA, and Bill Whitlock have been 
named Associates of the firm...Primary 
Group has announced that Donna 
Denio, Affil. BSA has joined the firm as 
Director of Business Development... 
Graham Gund Architects’ design of the 
North Shore Center for the Performing 
Arts in Skokie was highlighted recently in 
Architecture, it was also recently an- 
nounced that Nick Islin has joined the 
firm...Stephen Bell AIA has been hon- 
ored as the recipient of NACORE’s John 
D. McCarthy Award as New England Ex- 
ecutive of the Year...Eric Peterson AIA 
has been named an Associate at 
Margulies & Associates; the firm also has 
announced the appointment of three 
other associates — Melissa MacDonald, 
Joe Flynn, and Lana Kirby, and five new 
Job Captains — Chris Mahoney, Christine 
Law, John Vining, Steve Clark, and 
Derek D'Amico... Mills Whitaker Archi- 
tects has announced that Sarah Wheeler, 
Assoc. AIA has joined the firm as a 
draftsperson; the firm also has announced 
thar it has moved to Central Square (649 
Mass. Ave, Cambridge 02139)...Jung/ 
Brannen has announced that eight new 
professionals have joined the firm: Vu 
Alexander (Project Architect), John 
Sweeney (Interior Designer), and six de- 
signers/draftspersons including Jawaher 
Al-Bader, David Gifford, Ethel Mcleod, 
Danielle Godfrey, Jean-Paul Folch, and 
Rebeccah Tuscano Moss...Gorman 
Richardson Architects has announced 
thar Allan Perry and Timothy Washburn 
have joined the firm as Project Managers, 
Anthony Boisvert is a new Job Captain, 
and Lisa Mendelsohn is the new Office/ 
Human Resources Manager...CBT's 
Goddard House in Brookline has won 
another significant design award, this one 
from the Assisted-Living Federation of 
America in its “Best of Home Design 
Competition”; the firm also notes that 
Maury Childs FAIA was a featured artist 
in an April exhibit at The All Saints 
Church in Brookline (one of Childs’ 
drawings is shown below)...Paul 


McGowan AIA, Senior VP and Design 
Principal at Cannon, was among the 
guest speakers at the SCUP Annual 
Spring Conference in Indianapolis in 
March during which he and BU School 
of Management representatives described 
the revolution in management education 
and Cannon's design of BU’s new School 
of Management in Boston...Shepley 
Bulfinch Richardson and Abbott has 


been honored with a design citation by 
American School & University for the 
firm's design of the Olin Science Center 
at Colby College; the firm also reports 
that Bill Barry AIA recently moderated a 
special anniversary discussion of the 
Philip Johnson addition to the Boston 
Public Library and that Wagdy Anis AIA 
has been elected to the Massachusetts 
State Board of Building Regulations and 
Standards’ Energy Committee...SBA/ 
Steffian Bradley Associates has received 
two design awards from the Assisted-Liv- 
ing Federation of America for the firm's 
design of The Thompson House at River 
Bank Center in Danvers and The Warren 
House in Woburn (both projects are fea- 
tured in the May/June issue of Assisted 
Living Today)...1n recent issues of Banker 
& Tradesman, David Lee FAIA offers an 
editorial on diversification of Boston 
neighborhoods through appropriate 
building and renovation of crumbling 
neighborhoods; the newspaper also re- 
cently highlighted the interior design of 
the Open Market HQ in Burlington by 
Margulies & Associates...Recent issues 
of The Boston Globe highlighted the work 
of Hacin & Associates (the Laconia Art- 
ists’ Housing project in the South End), 
Arrowstreet (the proposed New England 
Financial building at 131 Dartmouth 
Street) and Keefe Associates (the Cathe- 
dral of the Holy Cross renovation in the 
South End); also in the Globe recently, 
Robert Campbell FAIA writes on an un- 
usual Back Bay townhouse designed in 
part by Dell Mitchell AIA, and The Bos- 
ton Globe Magazine noted Marc Maxwell 
AIA’s historic role as part of the first gay 
couple to become members as a couple 
of Temple Israel in Boston...Bergmeyer 
Associates has named Amy Bernhardt 
Fischer, Affil. BSA a Senior Associate 
and a member of the firm’s Board of Di- 
rectors and has named Raymond 
Mitrano AIA an Associate; the firm also 
has announced the promotion of Ira 
Baline, RA to Senior Associate and Dou- 
glas Coots, Terrence Geoghegan, and 
Laura Regrut to Associates... Thompson 
and Rose has won the 1998 Tucker 
Award of Excellence from the Building 
Stone Institute for the firm’s design of 
the Bartholomew County Memorial for 
Veterans in Columbus. ..Marsters 
Sargent Rivers has announced that Emily 
Wilson has joined the firm...Earl R. 
Flansburgh + Associates has announced 
that Rose Fiore, Affil. BSA, Suzanne 
Rivirz, Assoc. ALA, and James Williams, 
Jr. AIA have been named Associates... 
Hans D. Strauch AIA is the subject of an 
extensive profile in the “Pre-Spring 
1998” issue of Lifestyles magazine... 
Ellenzweig Associates has named Miltos 
Catomeris a new principal of the firm... 
DiMella Shaffer Associates has an- 
nounced that John Downie, Peter 
Fourtounis, Andrew Goetze, and Mark 
Herman AIA have been named Associ- 
ates of the firm...Symmes Maini & 
McKee has named Michael Powers, RE. 
the firm’s new President and CEO; 
‘Timothy Grobleski has been named Ex- 
ecutive VP. 


New Work 


Cubellis Associates has completed design 
of 16 Osco drugstores in New Hampshire 
and Massachusetts, has been commis- 
sioned to design two Acme Supermarkets 
in Pennsylvania and is serving as the 
landlord's architect at One Van De Graff 
Drive in Burlington... Mills Whitaker 
Architects has designed the multi-use 
renovation of the former Warren Institu- 
tion for Savings on Beacon Hill, is pro- 
viding renovation services for several his- 
torically significant churches (Dorchester 
Temple Baptist, Allston Congregational, 
Park Street Church, and Tremont 
Temple), is restoring original wood win- 
dows in the Newburyport City Hall, has 
completed a renovation study for the Do- 
ver Town House, and is assisting a com- 
puter software company with office ex- 
pansion and custom furniture 
design...Marsters Sargent Rivers is de- 
signing a new Whittier Street Neighbor- 
hood Health Center in Roxbury and is 
doing the masterplan for Wentworth In- 
stitute of Technology...Koetter, Kim and 
Associates is designing an urban square in 
London's Canary Wharf area and is also 
designing a mixed-use development over- 
looking the Thames...Bargmann 
Hendrie + Archetype is designing new 
community centers in Marshfield and 
Framingham, repositioning the Fargo 
Building in South Boston, renovating 15 
State Street in downtown Boston, design- 
ing a new residence in Milton and a new 
lab/office building in 
Cambridge...Arrowstreet has completed 
work on Hoyts Cinemas new multiplex 
in Bellingham...Veritas Architects, a BSA 
member in Malaysia, is designing a huge 
range of large-scale projects in Malaysia 
including the Putrajaya Transportation 
Terminal, an airport cargo center, the 
new Crown Regency residential develop- 
ment, the Penarik resort hotel and apart- 
ments, The Caring Society charitable or- 
ganization headquarters and seminar fa- 
cilities, the New Straits Times printing fa- 
cility, the Duta Palms Clubhouse, the 
ITM School of Art and Design Annex, 
the Coliseum Plaza high-rise office build- 
ing, the CemfaD Design School, the 
Menara VXL office tower, the Aetna 
Training Center, the Vision City mixed- 
use development, the PNB- 

Information Technology complex, the 
Likas Bay Center mixed-use develop- 
ment, the Malaysian Assurance Alliance 
Building, and numerous residential 
projects...Machado and Silvetti is design- 
ing the Allston branch of the Boston 
Public Library and Parcel 8 at the Boston 
Center for the Arts for The Druker Com- 
pany, has completed the Mission Bay 
Campus masterplan for the University of 
California in San Francisco (Gordon H. 
Chong & Partners was the associate ar- 
chitect) and is designing a new residential 
college for Rice...Shepley Bulfinch 
Richardson and Abbott has completed 
design of a new Elon College library 
building in North Carolina, an expansion 
of the Cincinnatti Public Library, and the 
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Fame 


Hope College Haworth Conference Cen- 
ter & Student Residences in Michigan 
and is designing the new Waterbury Hos- 
pital ambulatory-care center, the renova- 
tion of the Agnes Scott College dining 
hall, and is providing programming ser- 
vices for the Princeton University engi- 
neering and social sciences 
libraries...Graham Gund Architects has 
completed design of the Stratton Moun- 
tain Longtrial House (a condo hotel) and 
a private residence in Cambridge... 
Payette Associates is designing the new 
University of Oklahoma College of 
Medicine ambulatory-care center (with 
The Benham Group) and a facility 
masterplan for the conversion of a 20- 
acre manufacturing facility in Salem into 
business incubator spaces for Salem State 
College... TRO/The Ritchie Organiza- 
tion is designing the addition/renovation 
of the ambulatory and patient-care 
project at Emerson Hospital in 
Concord...CBT is developing a 
masterplan for the Woods Hole Golf 
Club, renovating and designing an addi- 
tion to the Cram and Ferguson library at 
Williams College, and is completing a 
masterplan for the Savannah Trustees 
Garden (this large project includes at- 
tached and detached private housing, the 
renovation of historic homes, an iron- 
works factory, and a new hotel). 


Corporate Affiliates 


A. J. Martini, Inc. is building a new of- 
fice building for Arkwright Mutual Insur- 
ance Company (ADD Inc is the archi- 
tect), a new office building in a joint ven- 
ture with John Moriarty & Associates for 
275 Grove Street LLC Equity Office 
Properties Trust (Elkus Manfredi is the 
architect), exterior renovations at One 
Federal Street for Clarion Realty Partners 
(William Roesner is the architect), and a 
new office building for ELV Associates 
and tenant fit-out in that building on 
Highwood Drive in Tewksbury (Lavallee/ 
Brensinger is the architect on both 
projects)...Gadsby & Hannah has an- 
nounced that Jeffery Stoler, Paralee 
White and Leigh Gilligan have joined the 
firm...Beacon Skanska is building the 
Presbyterian Church of Western Springs 
(a design/build project in Ilinois; 
Fujikawa Johnson of Chicago is the de- 
signer) and the new Wayland Business 
Center with Congress Group Construc- 


tion Company for Congress Group Ven- 
tures (ADD Inc is the architect and 
Sasaki Associates is the landscape archi- 
tect); the company also has announced 
the promotion of Linda Swartz to Payroll 
Manager and has noted that James 
Flaherty has joined the company as 
Project Accountant...Barr & Barr Build- 
ers has completed work on Princeton's 
Woolworth Music Center (designed by 
Juan Navarro Baldeweg and Wank Adams 
Slavin Associates), The Neely House at 
New England Medical Center (designed 
by Shepley Bulfinch Richardson and 
Abbott), the New England Medical Cen- 
ter Heliport (designed by DTS Shaw As- 
sociates), and St. Anne’s Home for the 
Aged in New Jersey (designed by 
NBB))...Elaine Construction Company 
is building three new interiors projects at 
University Park in Cambridge for Forest 
City Development (O.K.S. Architects, 
Silverman Trykowski Associates, and Earl 
R. Flansburgh + Associates are the archi- 
tects on these three tenant projects) and 
the company is providing construction- 
management services for the renovation 
of the Office Environments of New En- 
gland facility in Boston (Paul Maggi As- 
sociates is the designer) and the Boston 
Private Bank & Trust Company branch 
in Wellesley (the rehab of a former Bank 
of Boston facility by D.W. Arthur 
Associates)... Wise Construction Corp. 
has completed work on a manufacturing 
addition for BIW Cable Systems in 
Taunton, multi-floor renovations at 695 
Atlantic Avenue in Boston, the distribu- 
tion and office renovations for Picture Tel 
Corp. in Chelmsford, renovations at the 
Ames Pond Corporate Center in 
Tewksbury, and renovations to the 
Semitic Museum at Harvard... Peabody 
Construction has completed work on the 
Boston Alzheimer’s Center in Jamaica 
Plain for Rogerson Communities and the 
South Boston Elderly Housing Collabo- 
rative (Chia-Ming Sze Architects was the 
designer), is installing a new ball field at 
Lowell Civic Stadium (designed by HOK 
Sport), and is building Camfield Gardens 
housing (Domenech Hicks & 
Krockmalnic was the architect), new 
Everett Elderly Housing for Collaborative 
Services and the Longfellow House resto- 
ration for Rogerson Communities... 
Carol R. Johnson Associates is providing 
landscape architecture services for the 
Tong Yang Mapo project in Seoul (RTKL 


Who is the mystery caller ? 


On March 26, the BSA voice-mail system recorded a call from a 
ChapterLetter reader who noted that at least one individual identified in 
this newsletter as an AIA member actually is not a member and is, 
perhaps intentionally, misrepresenting that fact. The caller left no name 
and, oddly, also failed to identify the imposter. If you are the caller, 
please try us again and this time leave the name of the person we should 
be dismembering. We not only seek to discourage non-members from 
using the “AIA” imprimatur, we also pursue non-architects in general 
who offer architectural services or claim to be architects themselves. 


International is the architect) and has 
completed work on the MBTA’s Old 
Colony Railroad Rehabilitation Project 
and the Upper Charles River Reservation 
Project...Payton Construction is build- 
ing the new Super Stop & Shop in 
Peabody (designed by Bradford Saiverz & 
Associates), the Hillside Dormitory reno- 
vations at Tufts (Elton Associates is the 
architect), the addition of an educational 
facility to Temple ShirTikva in Wayland 
(Solomon + Bauer is the architect), and 
has completed work on a BU dormitory 
at 34 Buswell Street (Hresko Associates is 
the architect) and a new Parish Center 
and Religious Education Center for St. 
Joseph's Parish in Medway (Dennis J. 
Gray & Associates is the architect)... 
Souza, True and Partners has completed 
design of the Albany Airport pedestrian 
walkways, connecting bridges and collec- 
tor structure with TAMS Consultants; 
the firm is also working on the construc- 
tion phase of Bicentennial Hall at 
Middlebury College (Payette Associates is 
the architect)...Shawmut Design and 
Construction has announced that Emil 
Frei has been elected to the Urban 
League of Eastern Massachusetts Board 
of Directors. 


BSA President Peter Kuttner AIA is 
privileged to welcome these new Corporate 
Affiliate Members to the BSA: Charlie 
Allen Restorations, Daigle Engineers, 
Erland Construction, and kyur-aters; for 
information on Corporate Affiliate 
Membership, call the BSA at 
617-951-1433x221. 


Corporate Advisory Council 


The members of the BSA Corporate 
Advisory Council in 1998 are James 
Ansara (Shawmut Design and 
Construction), Stan Durlacher (Carlisle 
Consulting Group), Gayle Friedland 
(Forest City Development), David 
Hatem, Esq. (Burns & Levinson), 
Michael Jolliffe, PE. (Zaldastani 
Associates), John Macomber 
(Collaborative Structures), Stan Martin, 
Esq. (Gadsby & Hannah), Judith Nitsch, 
PE. (Judith Nitsch Engineering), and 
Doug Poole (Poole Professional Ltd.). 
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Advanced to Emeritus 


Richard H. Bridge AIA 
“Alexander S. Prokos AIA 


New AIA Members 


Franziska R. Amacher AIA 
Amacher and Associates 
Jonathan P. Cohen AIA 
Tsoi/Kobus and Associates 
Gregory A. Luongo AIA 
Tsoi/Kobus and Associates 
Eleanor C. Muench AIA 
Elkus/Manfredi Architects 
Kimberly Jackson Smith AIA 
Cambridge Seven Associates 
Peter Wolcott-Schickler AIA 
The Stubbins Associates 


Returning AIA Members 
Hans G. Antonsson AIA 
MIT 
*Shawn McGuinness AIA 
Cutler Associates 
David Andrew Pill AIA 
Pill-Maharam Architects 
Gerald J. Sullivan AIA 
Keefe Associates 
*Paul W. Woyda AIA 
The Office of Michael Rosenfeld 


The Boston Society of Architects 
ChapterLetter 


The BSA ChapterLetter is published 
monthly by the Boston Society of 
Architects, 52 Broad Street, Boston 02109- 
4301. The ChapterLetter is a service 
provided by AIA members in Massachusetts 
to the profession, the public, and everyone 
else with a sense of humor or an interest in 
20th-century America. (For out-of-state 
subscription information, call 617-951 
1433x228/fax: 617-951-0845.) 


Letters to the editor, suggestions, criticism, 
encouragement, and manifestations of the 
light ouch are welcome, Typed, double 
spaced material intended for publication 
must reach the BSA by the deadline dates 
listed on page 1; diskettes (accompanying 
hard copy in excess of 250 words) are 
appreciated (PC diskettes are preferred but 
if you send a Mac diskette be sure it is 
labeled as such). Submissions may also be e 
mailed to the BSA at bsarch@archirects.org 
Appropriate submissions are edited and 
published as space, temperament, and 
prejudices permit 


The BSA is a non-profit, membership 
service organization and has been an 
advocate of architectural excellence and 
public awareness of architecture since 1867 


New Associate AIA 


Members 
Linda Eastley 
Sasaki Associates 
Albert S. Hulett 
**Galith S. Marcus 
Dietz & Company Architects 
Diana M. Ochrke 
John M. Rossi 
Bruner/Cott & Associates 
Susana Tamarit 
Gensler and Associates/Architects 
Nick Turchiaro, MAATO, CET, CSI 
Set-Square Design Services & 
Contracting 


New to Boston 


Kenneth Irons AIA 
Kenneth Irons Architect 


Leaving Boston 
Elizabeth A. Chapman AIA (to Maine) 
*Michael Francis Ryan AIA (to Florida) 


Peter Kuttner AIA, President 

Charles Tseckares FAIA, Vice-President 
Paul Nakazawa AIA, Treasurer 

Rebecca Barnes AIA, Secretary 


Richard Fitzgerald, Editor 
Sarah Lainie Smith, Art Director 
Kate Gilbert, Photo Editor 


+ 


BSA staff, services, and programs 
617-951-1433 © 800 662-1235 


To skip the message, hit the # key and select 
one of these extensions 

221 Architects referrals service 

221 Events and meetings 

221 Documents and publications 
232 Build Boston 

304 Marketing service 
Partnering/management service 
Classified ads and inserts 
Membership and dues 
Accounting 

221 Other services and programs 


32 Richard Fitzgerald 
34 Kare Gilbert 

27 Nancy Jenner 

25 Alexandra Lee 

21 Jenifer Marshall 
28 Penny Mitchell 
22 Sarah Lainie Smith 
35 Karen Snow 


New Corporate Affiliate 
Members 


Charlie Allen Restorations, Inc. 
Daigle Engineers Inc. 
Erland Construction, Inc. 


kyur-aters 


New Individual Affiliate 


Members 
Michael DeLacey 
Gretchen A. McGill 
Richard McEntee 
Carol O'Brien 
Emily Olmstead 
Mare W, Pelletier 
Eileen Sharpe 
Susan Trowbridge 


New Student Affiliate 


Members 
BAC 

Karen M. Hartman 
Marc Riera 


* Central Massachusetts AIA Chapter 
“* Western Massachusetts AIA Chapter 
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To join your friends 
and colleagues in 
Membership News, 
call the BSA at 
617-951-1433x221. 
Call the same number 
for information on 
out-of-state subscrip- 
tions to this newslet- 
ter, to the new BSA 
quarterly magazine 
(ArchitectureBoston), 
AIA Documents, gift 
memberships, Build 
Boston workshops 
and exhibits, special 
publications on 
project management 
and everything else, 
Classified ads, job- 
placement services, 
and a trillion other 
things. 


Fast-approaching BSA deadlines 


May6 — Registration deadline for May 8 marketing 
presentations workshop (see pp. 2 & 8) 


May 8 


Registration deadline for May 11 post-office design 


and designer-selection workshop (see pp. 2 & 8) 


May 15 


Registration deadline for both the project accounting 


and office technology workshops on May 18 (see 


pp- 2 & 8) 


May 26 — Registration deadline for the May 28 workshop on 
“learning and leadership” (see pp. 2 & 8) 
For more information on any of these deadlines, call 


617-951-1433x221. 


AIA Learning Units 


AIA members earn Learning Units in many 
ways. ‘This continuing-education 


symbol indicates Learning Unit ‘Ss 


opportunities. 


Monday 


52 Broad Stre 
otherwise I 


8:00 am 

“Primary Image”/Client 
Marketing workshop 
(see pp. 2 & 8) 


Two BSA exhibits open: 
work by Thompson and 
Rose and an exhibit of 
international work by New 
England architects 

(see pp. 2 & 4) 


8:30 am 

Post Office design 
workshop (see pp. 2 & 8) 
4:30 pm 

Building Envelope Cte, 
Shepley Bulfinch, 40 Broad 
St., Boston (see p. 7) 

6:00 pm 

“Working Abroad” 

(see pp. 2 & 3) 


8am 

Project Accounting Systems 
workshop (see pp. 2 & 8) 
Noon 

*Public-Sector Architects 
Cte, DCPO (Room 1609), 
100 Cambridge St., Boston 
1:30 pm 

Office Technology Costs 
workshop (see pp. 2 & 8) 


Gropius is 116 


| 8:00 am 


Tuesday 


*Lunch Meetings! — 
s ra F 


Educational Facilities Cte, 
Earl R. Flansburgh + Assoc., 
77 No. Washington St., Bos- 
ton 

5:00 pm 

YouthVisions Cte 


8:30 am 

Legislative Affairs Cre 
2:00 pm 

“Primary Image”/Client 
Marketing workshop 

(see pp. 2 & 8) 

6:00 pm 

Harleston Parker Award 
Ceremony (see pp. 1 & 2) 


8:00 am 

SeaPort Focus Team 
6:00 pm 
Corporate/Institutional 
Architects Cte 


Design Cre 
6:00 pm 


_| Architects for Social 


Responsibility 


Wednesday 


Thursday 


8:00 am 8:00 am 

Task Force to End Communications Task Force 
Homelessness, Payette 10:30 am 

Assoc., 285 Summer St., Executive Cte 

Boston Noon 

11:00 am *Board Meeting 

AIA New England Board 6:00 pm 

Meeting New Members Reception 
Noon 

“Membership Cte 

5:30 pm 

‘Western Mass. AIA shop 

tour/Wright Architectural 

Millwork, Northampton 

(617-951-1433x225) 

6:00 pm 


Fellows Dinner 


6:30 pm 8:00 am 

AllPlan Users Group, Historic Resources Cte 

Bereznicki Assoc., 9 Wendell | 6:00 pm 

St., Cambridge Regional Design Cte 
(Robert Sturgis FAIA, 

AIA Convention in San 617-647-7833) 

Francisco (through 5/17) 

Noon Noon 

*Harleston Parker Cte *Small Firms Practice Cte 

5:15 pm Noon 

Healthcare Facilities Cre *Exhibits Cre 

5:30 pm 4:30 pm 


BSA Lecture: Planning 
Harvard (see p. 1) 

5:30 pm 

Architrion Users Group, 


Western Mass. AIA office 
tour; Margo Jones 
Architects, Greenfield 
(617-951-1433x225) 


BAC 6:00 pm 

6:00 pm BGLAD 

DBUG (Evan Shu AIA, 

617-662-0020) 

6:00 pm 

Urban Design Cte, Cam- 

bridge Seven, 1050 Mass. 

Ave., Cambridge 

8:00 am 8:00 am 

Marketing & PR Breakfast Learning & Leadership 
Group workshop (see pp. 2 & 8) 
4:00 pm 6:00 pm 

AIA Mass. Board Meeting | “Work-in-Progress” with 
6:30 pm Martha Schwartz 


AutoCAD Users Group 


(see pp. 2 & 3) 


Friday 


8:00 am 
BSA/AGC Design/Build 
Task Force 

Noon 

Codes workshop 

(see pp. 2 & 8) 


8:30 am 
Marketing Presentations 
workshop (see pp. 2 & 8) 


8:30 am 
Housing Cte 

Noon 

“Interfaith Forum on 


Religious Art & 
Architecture PIA 


3:00 pm 
Forum on religious space 
design (see pp. 2 & 4) 


Noon 
Codes workshop 
(see pp. 2 & 8) 


Noon 
Codes workshop 
(see pp. 2 & 8) 


